THE CRIBBAGE BOARD AND HOW TO USE IT

The cribbage board is placed between the two players so
that each has a set of parallel holes to score on.

Each player has two pegs. They are usually of such size
that if they are lost match sticks or other small pieces of
wood can be used in their place. The pegs are usually black
and white but often are of different colors.

At the beginning of the game the players' pegs are in the
"home" or "game" holes (1). As a score is made, a player
pegs it in the outside row (2) going toward the other end
of the board away from the game hole or, as it is known,
"down the board." When he reaches the last hole of the
board, he pegs on the inside row of holes coming "up the
board" back to the home hole, which is the sixty-first point.
If 121 points is game, then the player does not return to
the home hole but continues on to the outside row again
when he comes home and goes "twice around."



PIAYER A

PLAYER B

Player A*s score is 9. Player B's score is 16. Suppose player"
scores 2 points. He would remove the rear peg from the 6 hole
and place it in the 11 hole, leaving the peg in the 9 hole in its
place until the next score.
A player uses his pegs alternately. He pegs points first
with one; then pegs additional points with the other. He
leaves the peg with which he made his last score in its hole
and moves the rear peg forward for the new score.